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5 MAR 1981 


MEMORANDUM FOR: Chief, Policy and Plans Group 


25X1 FROM: | 

Chief, Physical Security Division, 

Office of Security 

SUBJECT: Status of APEX 25X1 


25X1 


The following is submitted in response to your request for 
comments on the 21 issue statements prepared by the APEX Steering 
Group on 24 February 1981. The Physi cal Se curity Division has 
comments on only 2 of the 21 issues. I I 


a. In regard to issue #1, Standard Uniform 
Physical Security Rules , we feel the necessity to 
point out that the requirement for an annual in- 
spection of Sensitive Compartmented Information 
Facilities is totally unrealistic. We do not 
currently have nor is there any reasonable pro- 
spective that we will receive the asse ts to 
conduct an annual inspection program. 


b. In regard to issue #11, Review Present 
Procedures for SCI Document Control and Accounta - 
bility , we agree that a review of the procedures 
proposed under APEX is a good idea. To attempt 
to apply hard copy document control standards to 
electrically transmitted material is probably 
impossible. On the other hand, to place no con- 
trols on electrically transmitted material seems 
illogical when you consider that the majority of 
SCI is transmitted electronically. A review of 
document control procedures would hopefully produce 
some sort of balanced control system which would 
be attainable with a reasonable amount of assets. 
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